He indicated, that it was possible that for a short distance on either
side of the fall, there was an accumulation that was not cleaned up when
he went back to the area on October 29 (Tr. 129).

Mr. Stevens confirmed that his notes reflect that the accumulations
which had not been cleaned up extended inby for 75 feet beginning at
the fall, and outby for 25 feet, for a total distance of 100 feet (Tr. 133),
He also confirmed that his Intent was not to cite the respondent for
accumulations extending over a distance of 125 feet, and he conceded
that any interpretation adding an additional 25 feet resulted from a
misunderstanding or confusion (Tr. 134).  However, he insisted that when
he returned to the area on October 29, he saw no evidence that any clean-up
had been done (Tr. 134-135).

Discussion

The section 104(a) citations issued in these proceedings, and the
conditions or practices cited by the inspector are as follows:
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Citation No. 888861, October 28, 1981, 8:55 a.m., cites an alleged
violation of 30 CFR 75.1722(a), and the condition cited it as follows
(Exhibit G-l):

The tail roller for the No. 2 belt conveyor was
not guarded to prevent a person from coming in
contact with the moving parts.

The time for abatement is shown as 8:00 a.m., November 2, 1981.
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Citation No. 888862, October 28, 1981, 9;45 a.m., cites an alleged
violation of 30 CFR 75.1722(a), and the condition cited it as follows
(Exhibit G-2):

The tail roller for the No. 7 belt conveyor was
not guarded to prevent a person from coming in
contact with the moving parts.

The time for abatement is shown as 10:30 a.m., October 28, 1981, and
the citation form contains a notation "abated 10-28-81, 10:30 a.m., tail
roller for the No. 7 belt conveyor has been replaced".
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Citation No. 888863, October 28, 1981, 9:47 a.m., cites an alleged
violation of 30 CFR 75.400, and the condition cited it as follows
(Exhibit G-3):

1752 requires "lengthy
